The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 

05/14/12 



Jane Prince 

Assistant District Attorney, Essex County 
Ms. Prince, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 066337 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413)545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 - 12:00 

1 : 00 - 3:00 



^_Police Reference No.:. 

\dnaTcl QjCMl 


To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 









Date Analyzed: | IO 


City: Beverly Police Dept. 

Officer: Detective RICHARD GANEY 
Def: 

Amount: 30.0 Subst: TAB 

No. Cont: 1 Cont: pc 

Date Rec’d: 08/10/2010 No. Analyzed. 

Gross Wt.: 37.14 Net Weight: 

# Tests: 

( , * L-CiySsO 

Prelim: Findings: 1-^cVvo cocCo-vj^. 
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DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION; 





Gross Wt ( ): 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrystalline Tests 

Gold 

Chloride 


TLTAj_ l 


OTHER TESTS 



RESULTS 1 

lit 

iflXOjl: IU 

DATE it 

u! 

L 

10 





GC/MS CONFIRMATORY TEST- 

RESULTS V\^Xm) cocitf^ 4 


MS t 

OPERATOR f- 


) 

DATE \ ^ 


17 



1 



Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 

Hydrocodone Bitartrate And Acetaminophen 

Also known as Acetaminophen And Hydrocodone Bitarfrate 

Regulatory-Status; Schedule Ml I 

Ingredients 

Active-Ingredients: Acetaminophen - 500 MG 

Hydrocodone Bitartrate - 5 MG 

Excipients; Lactose (Anhydrous) 

Croscarmelloso Sodium 

Crospovidone 

Magnesium Stearate 

Cellulose, Mtcrocrysiafline 

Povidone 

Starch 

Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 500; Bottle of 100 
Contact: Watson Laboratories 
Product ID: 5572042 

AAPCC Code: 201063 - Acetaminophen with Hydrocodone 

Registry Numbers: NDC 00591-0349-05 
NDC 00591-0349-01 

Notes 

Notes; In 1997, both royco laboratories and rugby were acquired by watson laboratories. 

This product was previously manufactured with the imprint codes royce logo 337 5 500 
and rugby 3914. 

Physical Description 

Imprint: Watson 349 

Alt Imprints: Royce Logo; 387; 5; 500 
Rugby; 3914 

Form; Oral Tablet 

Color: White 
Shape: Capsule-shape 


Images for NDC GG59EO349-05 


11 / 10/2010 


http://www.thonisonhc.coni/hcs/libranan/PFDefaultActionJd/pf.PriritReady 
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M1CR0MEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of2 



Images for NDC 00591-0349-01 



Images for NDC 00591-0349-05 


Images for NDC 00591-0349-01 




© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/lics/librarian/PFDefaultActionId/pf.PrintReady 


11/10/2010 
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Area Percent / Library Search Report 


s'- ii 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~201Q\SYSTEM6 \ 11_16__10\755029.D 
ASD 

16 Nov 2010 13:07 

BLANK 


DRUGS.M 
RTE 


Abundance TfC: 755G29,D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755029.D 


Mon May 14 10:34:25 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4 -2010\SYSTEM6\11_16_10\75503 0.D 
ASD 

16 NOV 2010 13:20 

HYDROCODONE STD 

30 

DRUGS.M 
RTE 


Abundance TfC: 765030,b\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.080 

716889 

100.00 

100.00 


755030,D Mon May 14 10:34:28 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM6\11 16 

10\755030.D 

Operator 

ASD 


Date Acquired 

16 Nov 2010 13:20 


Sample Name 
Submitted by 

HYDROCODONE STD 


Vial Number 

30 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI*L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


5.08 C:\Database\NXST08.L 
Hydrocodone 
Hydrocodone 
Hydrocodone 


000125-29-1 99 
000125-29-1 99 
000125-29-1 99 



m/z~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


755030.D Mon May 14 10:34:28 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM6\11__16__10\755031 ,D 
ASD 

16 Nov 2010 13:38 

BLANK 
KAC 
1 

DRUGS.M 
RTF 


Abundance TIC: 755031. D\data.ms 

3000 

2000 

1000 

0 M ' ' ' > I ' * ' ' M « 1 • I ' 1 ‘ 1 | * ' ' > | f r r T- T -T--i-r-r7-T-i--T--T7-T--r-r-T- T -T-i--r r- T -T--r-r-r- T -T--r-r-r- T -T-T--r-r-i|“rT--T~r r T 'T tt } i i i i 

Time-> 2,00 2,50 3,00 3.50 4,00 4.50 5 .00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9,50 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755031.D Mon May 14 10:34:32 2012 Page 1 


Folk OIG PRR 066346 





Zt7£990 910 >l|Od 


I B&T2d 


ztoz se : : ot fri uow creeossz 


00’001 

££’6S 

I6^9ZT 

080 ‘ S 

S9’89 

L9'Qf 

£86021 

2T£ ’ Z 

% oxqPH 

% Baay 

TSBJV 

aiuxj, ‘ qan 


OS‘6 00'6 GQ'8 GO'S OS’Z OO’Z OS’9 00 9 OS’S GO’S 09> 00> CSX GOT OSX OO'Z <-*9Ui|l 


i.. I-.i...i...i _j—[_j 


08 (jrS 

SUJ 8 jBp\a 2 £ 0 g 5 i :oil 


L_i_J_!_j_3_L-J-J_L_i-J_L-J L-JL-I-L 


[ 

zwz 


00008 


00000l 




axa 
w' sonna 
se 

DV>I 


IS‘£1 OIOS AOM 91 

_ __ asv 

a‘S£0SS£,\0I 91 IT\9WaiiSAS\0I0S-^O\ -a 


•xoqBJiSaqui 
qqawnox^xsxnbDY 
aaqiun^ ibta 
A q paqqxiuqns 
arn^M a'xdiuBS 
pajTnbov 

jcoqBJEado 

am^M aiTjj 


: aifa iuo^j uoxqaiuxojui 


qjcoday qojteag Axpxqiq / ^uaojcaa paxy 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM6\11 16 

10\755032.D 

Operator 

ASD 


Date Acquired 
Sample Name 

13:51 


Submitted by 

KAC 


Vial Number 

32 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI. L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS ft Qual 


1 2.31 C:\Database\NIST08.L 

Acetaminophen 
Metacetamol 
Ac e t aminophen 


000103“90-2 95 
000621-42-1 91 
000103-90-2 91 



Abundance #24381: Acetaminophen 

I 


80 


60 


40 


20 


43 


80 


15 27 

0 |-T- rV T-|-T- r - t ] t V T-; 

m/z-> 10 20 30 


53 

il 63 

i tyb i i fWr i 

40 50 60 70 80 


88 96 

rTTTTTTT 


151 


120 

'l l I l I H" 


135 


90 100 110 120 130 140 150 160 170^80 190 200 "' 


755032.D Mon May 14 10:34:35 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4-20l0\SYSTEm\ll_16JLQ\755032 .D 
ASD 

16 Nov 2010 13:51 


32 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLl.L 
C:\Database\NIST08.L 
C:\Database\PMW_TOX2 .h 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual 

2 5.08 C:\Database\NIST08.L 



Hydrocodone 

000125-29-1 

99 

Hydrocodone 

000125-29-1 

99 

Hydrocodone 

000125-29-1 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.045 to 5.181 ruin.: 755032.D\data.ms (-) 


2$9 


242 


42 


96 


59 


m/z~> 


70 




82 


115 




185 


128 


1 f 155 170 

> -'| r r I If f t til l J T ' 


214 


199 


I ' 1 1 ' I 


228 


256 


270 284 


F , rr r > * n • <«• i 


Abundance 

80 

60 

40 

20 

0 


40 60 80 100_ _ 120 140 160 180 200 220 240 260 280 300 320 

#136045: Hydfocodone 

2$9 


242 


42 59 96 116 

7 j° 82 

MlnjjJriJjiilLiW 


185 


m !z--> 


128 


141 155 170 n jl 

„4il?l| tAj, !||l Jjft M 


214 


199 


228 


256 270 2 ^ 4 

i I 


‘yrrrrfV-'l'i'Tj M , , n"|-rm j i v i r f i n iji i r'rpn'i ‘ ]' r 1 1 1 * ‘ 1 I 1 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


331 


755032.D Mon May 14 10:34:35 2012 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM6\11_16_10\755034.D 
ASD 

16 Nov 2010 14:18 

BLANK 

1 

DRUGS . M 
RTE 


Abundance “ TIC:755034. D\dala.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


755034.D Mon May 14 10:34:53 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name r 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F:\Q4-2010 \ S YSTEM6 \11_16_10\7 5 5 03 5.D 
ASD 

16 Nov 2010 14:31 

HYDROCODONE STD 

30 

DRUGS . M 
RTE 


Abundance TIC: 755035.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.080 

703880 

100,00 

100.00 


755035.D Mon May 14 10:34:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM6\11 16 

10\755035 . D 

Operator 

ASD 


Date Acquired 

16 Nov 2010 14:31 


Sample Name 
Submitted by 

HYDROCODONE STD 


Vial Number 

30 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTF 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.08 C:\Database\NIST08.L 


Hydrocodone 

000125-29-1 

99 

Hydrocodone 

000125-29-1 

99 

Hydrocodone 

000125-29-1 

99 


Abundance 

80 

60 

40 

20 


Average of 5.051 \o 5.229 min.: 755035.D\data.m$ (-) 




242 


42 


59 


96 115 


tlL JiUU 


82 


185 


128 


|[ 141 155 


170 




214 


199 


228 


256 270 284 


327 


, " T ']""T"T r"r^~r'-F T T‘j"r' , r i"T |-"r i r< j m i j" i "i « i | j rr i j Ti > i jiiY iji V i V j i i 'i r'j' f- r ,- r ‘pt’ t r rY*tT"nY'r” T nn’‘pm 

m/z~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 

80 

60 

40 

20 


#136040: Hydrocodone 


2^9 


242 


4 | 2 59 


96 115 


15 3 f 


1.1,!, 


82 


au 


128 


185 


141 If 170 

J,j I ; l4 i! Jkl I 


214 


199 


228 


256 270 284 

,1 j 


j.- T "r 1"i"y'T "r - 1 - 1 -T- T " l — r- T *t |t ~ rTT" |‘ " ! 1 • 1 1 ) ■ I I I i T I j i l t i | < i i i' | i i i i‘ | i i i l j i \ i l | ‘ f ' T ? r ‘ | r i m [TT“ 

m/z~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


755035.D 


Mon May 14 10:34:57 2012 


Page 2 
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